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ACETYLENE

The following is a description of a typical form of apparatus corre-
sponding with the foregoing requirements :

" The apparatus, shown in the annexed figure, consists of the genera-
tor A, the washer B, and the gasholder C.

" The generator A consists of a cylindrical vessel with sloping bottom,

FIG.

-LARGE-SCALE  APPARATUS  FOR DETERMINING   YIMLD
GAS PROM CARBIDE.

provided with a sludge outlet a, a gas exit-pipe b, and a lid bf fastened
by screws. In the upper part ten boxes c. are installed for the purpose
of receiving the carbide. The bottoms of those boxes arc Haps which
rest through their wire projections on a revolvable disc; d, which is
mounted on a shaft L This shaft passes through a stuMing-box to i.ho
outside of the generator and can bo rotated by moans of Uio elm-ins /,
the pulleys g and 7i, and the winch ?". its rotation CIUIHOH rotal.ion of
the disc d. The disc d, on which the bottoms of the carbide-holders
are supported, is provided with a slot c. On rotating the disc, on which
the supporting wires of the bottoms of the carbide-holders rest., tho